Saunders, Della (DPH) 

From; Knasas, Andrius (SUF) 

Sent; Tuesday, February 28, 2012 3:29 PM 
To: Saunders, Della (DPH); Corbett, Kate (DPH) 

Cc: Knasas, Andrius (SUF) _ 

Subject: Drug Discovery; Comm 

Hi Della and Kate, 

I respectfully submit this request for the following information; 

Ail documents generated in connection with the drug analysis of the following case: 

V. 

State Lab Certificateft:^^^^^^^| 

Location; 

Next Court Date; 5/2/2012 Trial 
Date of incident: 8/4/2011 


Thank you for your prompt attention to this matter. 


Andrius Knasas 

Assistant District Attorney 

Suffolk County District Attorney's Office 

Roxbury Division of the Boston Municipal Court 

85 Warren Street 

Roxbury, MA 02119 

Ph;(617)396-5638 

Fax; (617)442-8931 


2/29/2012 
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The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


BUREAU OF LABORATORY SCIENCES 


March 14, 2012 


ADA Andrius Knasas 

Suffolk Count^istnc^ttorney’s 

Dear ADA Knasas; 

Enclosed are copies of the information you requested for the above mentioned sample: 

1) Drug Receipt 

2) Evidence Control Card with hand-written notations 

3) Drug Powder Analysis Form with my hand-written notations 

4) GC/MS confirmatory data 

i was the primary/custodial chemist and performed preliminary testing and net weight 
calculations for this sample. Kate Corbett was the confirmatory chemist and analyzed 
the GC/MS data for this sample. 

If you have any further questions, please do not hesitate to call me at either 617-983- 
6632 or 617-983-6689. 



Della Saunders 
Chemist III 
William A. Hinton 
State Laboratory Institute 
305 South Street 
Jamaica Plain, MA. 02130 

Cc. KAC 
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tyBPARTMENT 


DRUG RECEIPT 



BOOK#_ ( 

PAGE #_ I 

DESTRUCTION i 


District/Unit 



Name & Rank of Arresfi 


if ^ 


ing Officer 


ID# 




CITY 

STATE 












No. 


Date Analyze! 


City; Boston D.C.U. Police Dept. 
Officer; P.O. SYBIL WHITE 
Def; 

Amount; 

No. Cont: 1 Cont: pb 

Date Rec’d; 08/09/2011 
Gross Wt.: 1.58 


Pre\\m. Findings: 



z 


SubsUSUB 


No. Analyzed: 

Net Weight 

# Tests; ry ^ 

:^c 
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PRELriVKNARY TESTS 
Spot Tests 

Thiocyanate {lhfl>Lc, 


Marquis 


ifkmMn 


PRELIMINARY TEST RESULTS 

RESULTS 

DATE V////4- 


Microcn/stalline Tests 

Gold , 

Chloride 7 


TLTA{/7f) ^ 



GC/MS CONFIRMATORY TEST 


RESULTS U')C 


MS 

OPERATOR 


:l\c 


DATE_ i/7/7//7 


RftvicoH 7/onnf; 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\SYSTEM8\02_1S_12\817179.D 
KAC 

16 Feb 2012 10:51 

BLANK 


DRUGS.M 
RTE 



Abundance 


HC; 817179,D\dafa.nis 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


817179.D Wed Mar 14 13:23:36 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\SYSTEM8\02_15_12\817180.D 
KAC 

16 Feb 2012 11:07 

COCAINE STD 

80 

DRUGS . M 
RTE 


Abundance 


TIC: 817180.D\data.ms 



Ret. Time 


Area Area % Ratio % 


4.672 


1130284 100.00 100.00 


817180.D Wed Mar 14 13:23:40 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F;\SYSTEM8\02 15 12\817180.D 


Operator 

KAC 


Date Acquired 

16 Feb 2012 11:07 


Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

80 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLl.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CASff Qual 


1 4.67 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



Abundance #29; COCAINE 



817180.D Wed Mar 14 13:23:40 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM8\02__15_12\817187 .D 
KAC 

16 Feb 2012 13:00 

BLANK 
DCS 
2 

DRUGS.M 
RTE 


Abundance TIC: 817187.D\data,iYis 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


817187.D 


Wed Mar 14 13:23:56 2012 


Page l 
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Area Percent / Library Search Report 



Abundance TIC: 8t7188.D\dala.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.672 

1459136 

100.00 

100.00 


17188.D Wed Mar 14 13:24:01 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data Pile: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \SYSTEMI8\02__15_12\817188.D 
KAC 

16 Feb 2012 13:16 


DCS 

88 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI,L 

C:\Database\NlST08.L 
C ; \Database\PMW__TOX2 . L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


1 4.67 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance Average of 4.618 (o 4.805 min.: 817188.b\data.ms {-) 



Abundance #29: COCAINE 



817188 .D 


Wed Mar 14 13:24:01 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM8\02_15_12\816643.D 

KAC 

16 Feb 2012 16:42 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 816643.D\da{a,ms 



Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


816643.D 


Wed Mar 14 13:24:32 2012 


Page l 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Filei 

F:\SySTEM8\02_15__12\816644 ,D 
KAC 

16 Feb 2012 16:S8 

COCAINE STD 

80 

DRUGS.M 
RTE 


Abundance TIC: 816644.DWafa.ms 



Ret. Time 

Area 

Area % 

Ratio % 

1.997 

146952 

39.45 

65.14 

4.672 

225591 

60.55 

100.00 


816644.D Wed Mar 14 13:24:36 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM8\02 15 12\816644.D 



Operator 

KAC 



Date Acquired 

16 Feb 2012 16:58 



Sample Name 
Submitted by 

COCAINE STD 



Vial Number 

80 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


1 2,00 C:\Database\NIST08.L 

Ecgonidine, methyl ester 127379-24-2 98 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 93 
3, B-Dimethoxyphenethylamine 003213-28-3 46 



816644.D 


Wed Mar 14 13:24:36 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM8\02 15 12\816644.D 



Operator 

KAC 



Date Acquired 

16 Feb 2012 16:58 



Sample Name 
Submitted by 

COCAINE STD 



Vial Number 

80 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C;\Database\SLI.L 

Minimum 

Quality: 80 


C;\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


2 4.67 c:\Database\SLI.L 

COCAINE 000050-36-2 98 



80 
60 

40 

20 

0 ^ 

m/z-> _40 60 80 100 120 140 160 180 200 220 240 160^ 2 8 0 300 


42 




I |?i I 


94 


182 


106 


122 




135 


198 


214 


244 259 


272 


303 


816644 .D 


Wed Mar 14 13:24:36 2012 


Page 3 
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